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San Francisco Fire Department Patient Care Report 
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Phone: 

DOB! 

Homo 

Address: 


Approx. 25 Years 
CA 


DL Info : 

Weight: 130 IPS (60.00 kgs) 

Mailing UNK 

Address: 




Inc. DC 02/28/2015 

Inc. No: 13021066 

Vahlole: 71 

Doc*d By: WARDEN, JENNIFER 
Asdskid B f. ALS Engine • BLS Engine/Truck * Paramedic Captain 


Reap. Priority: Code 3 
Nature Of Cell: 

Location; 0 24TH ST/FOLSOM ST 

San Frandaoo. CA 04110 
PL Found: In Roadway/Side of Road 


Outcome: Dead at Scene 

Dwt Reason: 

Tms. Priority: 

Destination: 


ail :.t t v-S \i 

DU patch; 21:50 02/26/15 
AtScono; 21:61 02/26/15 
Transport; 

At Dost: 


. tfl»111 »+r-s.- 1 *.V^H ,!.... ... .f, ' " ‘ 


Primary impression: 


Trauma - Traumatic Arrest 


Approx 26 y/o mala found laying supine In tha street between two vehicles with an officer performing chest compressions; pt appears deceased Pi 1$ found 
with approx 500+ mL of blood around his head and on his clothing After having the officer discontinue chest compressions, pt is noted to be pulseless and 
apnelo. ECO applied; asystole confirmed in multiple leads with artifact induced to verify proper reading 

Pt is noted to have a possible GSW to the head what appeared to be a penetrating wound is found near the R temple/forehead area with possibly brain 
matter exposed Hair matted with blood and excessive blood around wound made it difficult to assess. Pt pronounced dead ME notified 
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Breathing 


Absent 

Circulation 

Pubes - Carotid - Absent 



Absent: 


Pulses - Carotid - Absent: 

LOC 


unresponsive 

Central Nervous System 

No Neufo Activity 



Unresponsive: 


No Neu/o Activity: 

Blood/Fluid Loos 

500-1000 ML 

Heed 

Bleeding - Venous 
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PTA 

Treatment 

Who parformod 

Comments 

21:54 


Cardiac Monitor 

WARDEN, JENNIFER 

Leads 1, II, lit? asystole with artifact induced to confirm. 
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Eotopy=Nan* 

IndicatiorFMonitoring 

Tlroo 

PTA 

Treatment 

Who performed 

Comments 

21153 


Death In The Field 

WARDEN, JENNIFER 




Decapitation-N 3 

Asystole In 2 Leadr=Yes 

Total lndnerelion*No 



25 min Of ALS-No 

Valid DNR=NO 

Decom position=No 



Rigor MortissNo 

BraliVHearVLiver- Separation-No 

Declared MCt-No 

Tim* 
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Treatment 

Who performed 

Command 


21:69 
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ME Notification 

ME NoUflcaiior^notiflod via ceil 
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WARDEN, JENNIFER 


Who performed 


Comments 


2200 


Scene Turned Over 
Scene Turned OvensPolice 


WARDEN. JENNIFER 
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Inc. No: 15021966 Patient: DOE, JOHN 


SFDPA-0134-15 -000335 







































































Name 

WARDEN, JENNIFER 






Name 

WARD, SCOTT 









Inf!-No: 15021366 Patient: DOE, JOHN 


SFDPA-0134-15 -000336 
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